Hovember 24, 19^5 


Subjeott Shooting of lee Harvey Oswald. 


At the time that Oswald was feeing brought down from the jail, I 
was stationed next to the door leading to the jail offioe. Prior 
to Oswald coming out, a T. V. Camera was pushed out of the base- 
ment lobby into the basement. There were three men pushing the 
camera. The man with the green shirt was on. the right and the 
man with the black rain coat was on the left. The third person 
was in the oenter and had on a dark suit . He was bent over low 
behind the camera pushing on the base. The oamera was pushed 
down the ramp into the parking area but was not hooked up. After 
the shooting the camera was being pushed up the ramp by two men. 
The man in the dark suit was not one of them. I stopped the two 
men and asked them where the other man was that helped them push 
the oamera out. They stated that no one was with them. 

After the shot, I Jumped on the man and had him by the left arm. 

I held this position till we reaohed the Jail offioe door where 
I had to release my hold so they oould get inside the Jail offioe. 
After they got inside I stood guard on the door. 

Eespeotfully submitted,. 
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